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9107120032 Forwards insp repts 50-295/91-11 & 50-304/91-11 on 910520-24.NO viola-
tions noted.

GREGER.LR. Region 3 (Post 820201). 91/07/05. REED.C, Commonwealth Edison
Co. 2pp. 58381:146-58381:149.

-9107120044 Partially withheld insp repts 50-295/91-11 & 50-304/91-11 on 910520-24
(ref 10CFR73.21(c)(2)).No violations noted.Major areas inspected:mgt support.security
program plans & audits & protected & vital area barriers.

BELANGER.J.L, CREED.J.R. Region 3 (Post 820201). 91/07/01. 2pp. 58381:148-
58381:149.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107230075 Ack receipt of 910703 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-295/91-05 & 50-304/91-05.

GREGER.LR. Region 3 (Post 820201). 91/07/17. REED.C. Commonwealth Edison
Co. 2pp. 58480:002-58480:003.

9107230206 Forwards safety insp repts 50-295/91-12 & 50-304/91-12 on 910531-
0701 .No violations noted.

SHAFER.W.D. Region 3 (Post 820201). 91/07/17. REED.C. Commonwealth Edison
Co. 2pp. 58481:164-58481:183.

-9107230225 Insp repts 50-295/91-12 & 50-304/91-12 on 910531-0701 .No violations
noted.Major areas inspected:surnmary of operations,operational safety verification &
ESF sys walkdown.mamt & surveillance observation.
FARBER.MJ. Region 3 (Post 820201). 91/07/16. 18pp. 58481:166-58481:183.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107240114 Forwards safety insp repts 50-295/91-07 & 50-304/91-08 on 910624-
28.No violations noted.

GREGER.LR. Region 3 (Post 820201). 91/07/18. REED.C. Commonwealth Edison
Co. 2pp. 58498:028-58498:065.

-9107240119 Insp repts 50-295/91-07 & 50-304/91-08 on 910624-28.No violations
noted.Major areas inspected:annual emergency preparedness exercise involving
review of exercise scenario observations by nine NRC representatives of key func-
tions.

BARSS.D.M., SIMONS.H., CANIANO.RJ. Region 3 (Post 820201). 91/07/18. 36pp.
58498:030-58498:065.

R. Periodic operating reports & related correspondence

9107100253 Forwards corrected monthly operating rept for May 1991 for Zion Units 1 &
2.

JOYCE.T.P. Commonwealth Edison Co. 91/06/26. Document Control Branch (Docu-
ment Control Desk). 1p. 58409:016-58409:018.

-9107100258 Corrected monthly operating rept for May 1991 for Zion Units 1 & 2.
HERRON.R. Commonwealth Edison Co. 91/05/31. 2pp. 58409:017-58409:018.

9107220240 Monthly operating repts for June 1991 for Zion Generating Statlon.W/
910712 Itr.

HERRON.R., JOYCE.T.P. Commonwealth Edison Co. 91/06/30. 45pp. 58539:194-
58539:239.

S. Reportable occurrences, LERs & related correspondence

9107190207 LER 91-010-00:on 910616,radiation monitor missed action statement
discovered.Caused by unusual configuration of radiation.Preventive maint program for
radiation monitor reviewed.W/910716 Itr.

BASNER.CA, JOYCE.T.P. Commonwealth Edison Co. 91/07/16. 6pp. 58520:207-
58520:212.

9107290232 LER 91-011-00:on 910624,violation of tech spec 4.3.3.A occurred due to
incorrect numbering in Tech Spec of two radiation monitors.Caused by personnel
error.Tech Spec change submitted.W/910724 Itr.

KLINE.V.E., JOYCEJ.P. Commonwealth Edison Co. 91/07/24. 4pp, 58650:080-
58650:083.

V. Operator Examinations

9107020047 Request that encl results & answer sheets for exams administered on
910605 be forwarded to applicants.

WRIGHT.G.C. Region 3 (Post 820201). 91/06/27. Affiliation Not Assigned. 113pp.
58253:149-58253:260,

DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3

F. Security, medical, emergency & fire protection plans

9107020438 Ack receipt of 910606 Itr transmitting Rev 17 to physical security & contin-
gency plaaChanges consistent w/provisions of 10CFR50.54(p) & acceptable for inclu-
sion into plan.

WILSON.BA Region 2 (Post 820201). 91/06/26. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58279:359-58279:362.

9107030331 Discusses evaluation of submitted info re security personnel training &
qualification plan.Based on info submitted NRC cannot make determination that plan
should be withheld from public disclosure.

LABARGEJXE. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/06/28, NAUMAN.DA Tennessee Valley Authority. 4pp, 58288:204-
58288:207.

9107160194 Forwards insp repts 50-259/91-19,50-260/91-19 & 50-296/91-19 on
910430-0503.No violations or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 91/07/03. NAUMAN.DA Tennessee Valley
Authority. 4pp. 58419:205-58419:212.

-9107160200   Insp  repts   50-259/91-19,50-260/91-19   &   50-296/91-19   on  910430-
0503.No violations or deviations noted.Major areas inspected:review of medical exam
& physical fitness performance testing of security personnel.
MASNYK.O.M. Region 2 (Post 820201). 91/07/03. 4pp. 58419:209-58419:212.

9107180031 Revised EPIP covers sheets.reflecting corrected rev dates to replace cover
sheets transmitted via 910613 Itr,W/910708 Itr.
WALLACE.E.G. Tennessee Valley Authority. 91/07/08. 21pp. 58484:209-58484:229.

9107180232 Provides overall plan & schedule for App R program for Unit 3,No exemp-
tion requests currently planned.Unit 3 safe shutdown program & associated analysis
will be provided by 920901 for NRC review & approval.

WALLACE.E.G. Tennessee Valley Authority. 91/07/11. Document Control Branch
(Document Control Desk). 4pp. 58511:201-58511:204.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107230281 Forwards Amend 8 to updated FSAR for Browns Ferry Nuclear PlantFSAR
verification program complete except for App C re structural qualification of subsys-
tems & components which will be labeled as "historical" & included in Amend 9.
MEDFORD.M.O. Tennessee Valley Authority. 91/07/17. Document Control Branch
(Document Control Desk). 3pp. 58522:001-58525:216.

-9107230283 Amend 8 to Updated FSAR for Brown Ferry Nuclear Plant

* Tennessee Valley Authority. 91/07/17. 1,125pp. 58522:004-58525:216.

P. Operating license stage documents & correspondence

9107050181 Forwards safety evaluation of Topical Rept TVA-NPOD89, "Nuclear Power
Organization Description."

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603), 91/06/26. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 58298:054-
58298:079.

-9107050186 Safety evaluation accepting Topical Rept TVA-NPOD89-A,Rev 2 & inte-
gration of engineering assurance into nuclear QA & nuclear engineering.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/26. 21pp.
58298:059-58298:079.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107020212 Provides NRC requested response to SER on TVA tech spec 251 & with-
draws request for NRC review of amend request re primary containment isolation
valves & App J program.

WALLACE.E.G. Tennessee Valley Authority. 91/06/27. Document Control Branch
(Document Control Desk), 5pp. 58347:201-58347:205.

9107050147 Discusses util 901012 response to generic Itr 88-20 request that licensees
perform individual plant exams to identify severe accident vulnerabilities.Concludes
that info supplied by util in accordance w/info requested by generic Itr.
WILLIAMS.J.F. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/06/28. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 58298:021-
58298:024.

9107120268 Provides proposed overall regulatory framework for restart of Units 1 &
3,per NRC 910314 Itr requesting addl info re mgt programs addressed in Section II of
plant performance plan.

MEDFORD.M.O. Tennessee Valley Authority. 91/07/10. Document Control Branch
(Document Control Desk). 28pp. 58430:126-58430:153.

9107180092 Forwards SER & TER on conformance of facility to station blackout
rulePlant not in conformance w/1 OCFR50.63.Revised response requested.
ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91 /07/11. NAUMAN.D.A, Tennessee Valley Authority, 4pp, 58456:322-58457:011.

-9107180104 Safety evaluation re facility conformance to station blackout rule.Facility
not in conformance w/rule.Revised response requested.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/11. 10pp.
58456:326-58456:335.

-9107180122 Final "TER.Browns Ferry Nuclear Plant.Units 1,2 & 3,Station Blackout
Evaluation."

*  Science Applications Internationa! Corp. (formerly Science Applications. Inc.). NRC-
03-87-029. SAIC-91/6659. 91/05/31. NRC - No Detailed Affiliation Given. 35pp.
58456:336-58457:011.

9107180232 Provides overall plan & schedule for App R program for Unit S.No exemp-
tion requests currently planned.Unit 3 safe shutdown program & associated analysis
will be provided by 920901 for NRC review & approval.

WALLACE.E.G. Tennessee Valley Authority. 91/07/11. Document Control Branch
(Document Control Desk). 4pp. 58511:201 -58511:204,

9107180113 Tech Spec Amends 295 & 298T to Licenses DPR-33.DPR-52 & DPR-
68,changing Tech Spec Bases Section 1.0.P re secondary containment integrity to
better define zonal concept of secondary containment.

BURZYNSKI.MJ. Tennessee Valley Authority. 91/07/12. Document Control Branch
(Document Control Desk). 3pp. 58471:334-58471:351.

-9107180115 Tech Spec Amends 295 & 295T,revising Definitions Section 1.0.P re sec-
ondary containment integrity,

* Tennessee Valley Authority. 91/07/12. 15pp. 58471:337-58471:351.4 Forwards response to one Level IV violation & two weaknesses noted in
